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Significant Items Week of 18-22 December 1978 


TECHNICAL STAFF 


1. We have been tasked by the ICRS/EXSUBCOM Joint Requirements 
Working Group (JREQWG) to review the 400 series of the COMIREX standing 
Problem-Orientated sets and their associated collection and exploitation 


Parameters. This series contains Problem Sets and targets dealj 
S&T Indications. The Problem Sets general ly require 25X1 
better and many require stereo. Each problem set wil € examined by 
i OIA analysts and their recommendations will be submitted to x4 
25X11 ae CIA member of JREQWG. —— 25 


2. OIA has been invited to send several people to a proposed 


Requirements Processi ponsored by NPIC to be held on 
25X1 10-12 January a have not received any details at 
this time and we a e a RR ha le if any, until 25x1 


further information is received. 


3. We submitted a tentative list of names to COMIREX of OIA 
analysts planning to attend three different CAMS training courses, 
during the next year. These courses are: a) CAMS Language and Functions - 
One person; b) CAMS Update - six people; and, c CAMS ree sa - 


12 people. No dates have yet been set for any of the courses. 25X1 


> 4. As mentioned previously in a weekly report.[__Inodified 25X1 
uae one of our older model light tables to reduce ambient Tight, high glare, 


% and power consumption by individually driving and controlling the light 


Rises banks. The Dee and a similar application was attempted on 
ore our newest table. 
25X11 * 


Although the newer table has switchable grids, the illumination 
control is only fair and the transformers generate excessive noise when 
all lamps are lighted. Ron, with the help of TSG/NPIC, ran extensive 
tests with various wiring combinations, circuit boards, transformers and 
Capacitors in an effort to reduce the high power consumption and the 


noise at high lamp intensity. All tests resulted 4 e degree of 25X14 
failure or in adding undesirable side effects. 


While we will continue to modify the older tables, no further plans 
are being contemplated to modify the newer ones. However, the producer -- 
Richards Corporation -- will be_infor Of our concerns and tests when 
we next purchase light tables. 
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